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EiOURCE HAS NOT BEEN USED SINCE 30 JUNE* STORAGE TANKS HAVE 
BEEN REPLENISHED THROUGH BASE WATER SUPPLY, DUE TO NUMEROUS 
F101 AND F" 104 MISSIONS PROCESSED OVEfe THE PAST TWO DAYS THE 
WATER SOURCE HAS BEEN DIMINISHED TO AN ESTIMATED ONE HUNDRED 
TEN TONS, RATE OF REFILLING FROM BASE SOURCE INSUFFICIENT 
TO FILL TANKS FOR THE PROCESSING OF IDEALIST TAKE, MISSION 
Q35C, PRIOR TO 3/0400Z* 

I ATTEMPT I NG TO REFILL TANKS IN ANTICIPATION OF PROCESSING 
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MISSION C365C, WILL ADVISE ASAP 

3 e ESTIMATES PUMP AND WELL WILL BE OPERATIONAL ON 3 JULY, 

END OF MESSAGE 
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